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Kodak 




40- SO 



Kodak Filters: 

Precision filters for use with black-and-white 
and color fi Sms, for special effects, tonal cor- 
rection, haze-cu!ting f open-shade color-correc- 
tion, and use with artificial-light films in day- 
light shots. Also Kodak Portra Lenses for ex- 
treme close-ups, and other useful attachments. 
Singly and in handy kits, Series 5 for any 
Signet. 



Carrying cases: 

Full top-grain high-lustre mahogany cowhide 
with corduroy lining; special crashproof 
"snout" gives extra protection to the lens. A 
prime investment to safeguard a fine camera. 
Style pictured is for the 30 and 50; simitar 
style custom-designed for the 40. 



Kodak Fiasholders: 

In addition to the units supplied with the 40 
and 50, there are other Kodak Fiasholders 
with special features. The famous Kodak Ro- 
tary Flasholder, Type 1, pictured, takes 6 
shots at a loading, is ideal for rapid sequence 
picture-taking and all-around convenience. The 
new Kodak Generator Flasholder, Type 1, 
needs no batteries, generates its own power 
at the turn of a knob, folds compactly to fit 
the pocket. Both have Kodalite fittings, will 
attach directly to any Kodak Signet Camera- 
no bracket or cord required. 



Prices: 



Kodak Signet 30 Camera, f/2.8 lens $ 55.00 

Kodak Signet 40 Camera, f/3.5 lens, with flash unit. . . . 62,50 

Kodak Signet 50 Camera, f/2.8 lens, with flash unit. . . . S2.50 

Carrying case, 30, 40, or 50 . . 9,95 

Kodak Rotary Flasholder, Type 1 10.95 

Kodak Generator Flasholder, Type 1 13.95 

Kodak Filters, Series 5 . $1,95 and $2.50 each 

Kodak Portra Lenses, Series 5 $2.95 each 



Pricas are ITsf, and ar& subject to -change without notice. 



The 35mm fine-camera Series 
that fits individual needs 
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FAST-LENS “30" 

F/2.8 . . . 1/250 , . . modest cost . . . for excellent shots 
in good light or poor, black-and-white or color, 

RANGEFINDER “40" 

F/3.5 . . . 1/400 ... for fast action, precisely-measured 
focus, critical sharpness of detail in every shot. 

PHOTO-METER “50" 

F/2.8 . . . 1/250 , t . with built-in photoelectric meter, for 
perfectly-measured exposures in any light. 



► 

► 

► 






THE 

KODAK SIGNET 

IDEA 



What is the most important single feature in any fine 
camera? 

Fitness for your picture-taking aims, of course. 

And how can you build the most real value into a 
camera, at a given price? 

Build it for a given need. 

This is the Kodak Signet idea ... a series of lire 35- 
mm cameras . . . each to cover a given range of needs 
. . . each to offer fullest value in its price range. 



Take the Signet 30— 

This is for the man or woman who 
needs top quality at a modest price 
. . . needle-sharp pictures . . . good 
results under all light conditions. So, 
it’s built around a very fast, finely- 
corrected f/2.8 lens, and an easy-to- 
use exposure-value system. 





Take the Signet 40— 

This is for the man or woman who 
shoots a wide variety of subjects , . , 
close-ups and distant shots . , . fast 
action and slow . . . and must be sure 
of critical ly-sharp results every time. 

So, it's built around a sharp-cutting 
f/3.5 lens, with coupled rangefinder for critical measurement 
of distance ... and an action-stopping 1 /400-second shutter. 



Take the Signet 50— 

This is for the man or woman who 
must be sure of correct exposure . . . 
black-and-white and color . . . under 
the widest variety of light conditions. 

So, it’s built around a fast f/2.8 lens 
and a photoelectric exposure meter 
— to measure the light quickly and 
positively in every situation. 

This is the way you get full value in a fine 35mm camera 
at lowest cost. Determine your needs — one Kodak Signet 
Camera will fit them best 

DETAILS, NEXT PAGE 
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L1 Kodak" is a trademark 






EACH KODAK SIGNET CAMERA IS PLANNED TO FIT INDIVIDUAL PICTURE-TAKING NEEDS 
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This is the basic Signet tor top 
quality and wide picture-taking 

scope at lowest Signet cost 



This is the Signet for fast action, 
precisely -measured focus, to assure 

sharpest detail in every picture 




This is the Signet with built-in 
photoelectric meter, for perfectly 

measured exposures in any light 



Fast lens: It's a fine, high -aperture 44mm f/2 S Kodak Ektanar 
Lens . . . fully color-corrected . . ♦ incorporating famous Kodak 
rare eiement glass ... for needle-sharp black-and-white negatives 
and full-color shots. 

It has the speed to handle tough light conditions - even when 
you’re sheeting with moderate-speed color films, shooting near 
dawn or dusk, or taking flash shots at long range. In short, it’s 
an around' the-c lock lens, 

This superb Kodak Lens is Lumen Ized (hard coated) for maxi- 
mum light transmission, minimum risk of ' flare ’ * when shooting 
into the light, and utmost color purity in full-color shots. Its 
f/2.8 speed lets you shoot action in color at higher shutter 
speeds ... and it stops all the way down to f/22, for extra depth 
and sharpness In close-up shots. 

Action shutter: It’s a Kodak Synchro 250, Ya second to 1/250, 
with flash synch. 

Rapid foGLSing: ... al! the way from 2Yi feet to infinity ... by 
regular fojtage scale ... or extra-speedy iJ Clo$e-up$ . . , Groups 
r , , Scenes” zone scale. 

Viewfinding: . . . big, dear, eye-level find- 
er that projects a luminous view-frame 
around the exact area your lens covers , . , 
and shows the marginal areas, too, for 
easy composition. Special feature: a film- 
advance warning signal pops up in the 
finder after each shot. 





Precise rangefinder: With the Signet 
40, you never guess at distance - you 
measure it. And as you measure, the 
lens automatically moves into correct 
focus. 

This is a tremendous asset where 
pictures must be critically-focused, 
sharp to the last detail . , .where close-ups are taken, especially 
if a fairly large lens aperture must be used,,. and where a 
specific zone must all be pictured in critically sharp focus. 

The Signet 40 rangefinder Is combined with the viewfinder, in 
one convenient eyepiece. As you look through the finder, you see 
two color-contrasting triangular images. Move the camera’s focus- 
ing ring, and the images merge. When they superimpose perfectly, 
the subject is in perfect focus. 

The Signet 40 focus range extends from 2 feet to infinity! And 
the tinted rangefinder images make measuring easy. 



Fast lens; ILs a Lumenlzetf 46mm f/3.5 Kodak Ektanon Lens, 
stopping down to f/22. Rapid shutter: Ifs an act ion- stop ping 
Kodak Synchro 400, 1/5 to 1/400 second . , .flash synch for X 
sources at all speeds, F to 1/50, M to 1/25. 



Film wind: Ton advance film with a quick-action thumb lever. 
Exposure is counted automatically. Easy loading: No threading. 
Flash: No bracket needed - direct attachment Kodalite Super-M 
40 Flasholder comes with camera — has 4-inch reflector for No. 5 
or 2:5 bulbs, 3-inch reflector for M2 midget bulbs. 



Exposure meter There is no need to guess or estimate exposure 
when you have a Signet 50. Aim the sturdy, sensitive exposure 
meter at the subject - and you get an accurate, instant measure- 
ment of the light reflected to the camera. 

The meter dial gives you its reading as a single exposure- value 
number. Transfer this reading to the exposure-value scale on the 
shutter, lens and shutter are now linked together. If you change 
the lens opening, the shutter setting will move also, providing 
exact compensation, and maintaining correct exposure, 

Metered exposures are especially 
valuable with color films . . . doubly 
valuable if color exposures must be 
made in a wide variety of outdoor light 
conditions. Accurate photoelectric 
measurement kelps insure accurate 
exposures, for perfect color results 
in every shot 

The Signet 50 exposure meter and simplified exposure-value 
system require no special knowledge or experience. Readings are 
easy to make, and the single-number system eliminates all con- 
fusing mathematics. The meter covers both slow and fast films, 
rated from ASA 10 to 400. 

Wide-range fens: Superb extra-fast Lumen i zed 44mm f/2.8 . 
Fast shutter: Kodak Synchro 250, Ya to 1/250, flash synch. 

Wide focusing range: 2Yi feet to infinity, with footage scale, 
depth scale, and quick-action "Close-ups . . . Groups . . , Scenes” 
scale. 




Ea sy ex p ni u re : Mod ern Expo s u re- Va tue control sy stem . 

Rapid film advance: One quick stroke of a thumb lever - no wind- 
ing knob. This also counts the exposure, sets the shutter, and 
actuates a double-exposure preventer. 

Easy loading: Mo threading. Automatic leader wind-off. Rapid re- 
wind - with a pull-out rewind knob. 

Flash: No bracket needed - any flash unit with Kodalite fittings 
attaches directly to the camera. 




The Kodak Signet SO 

if your needs are so broad as to embrace the 
features of all the Kodak Signet Cameras 
above . , . plus interchangeable wide-angle, 
normal, and telephoto lenses, and specialized 
aids . , . there is another Signet, the 80. Ask 
about this American classic among fine minia- 
ture cameras. 



Viewfinder: Direct eye-leve! bright-frame finder, like the "30.” 
Fast film wind: Rapid single -stroke thumb lever. 

Flash: Direct attachment-no bracket needed, Kodalite Super M-4 
Flasholder comes with camera, includes 4-inch reflector for No. 5 
and 25 bulbs, 3-inch reflector for M2 midget bulbs. 

Easy loading: No threading . , , automatic leader wind-off , . . 
rapid rewind. 

For Kodak Signet aids, see next page 



